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OD TERMINAL BLOCK 


W INDICATES CIRCUIT COMMON. | 


ALL RESISTORS 1/2 WATT AND RESISTANCE 
VALUES IN OHMS, UNLESS OTHERWISE 
SPECIFIED. — : 


—_————— 


ALL CAPACITANCE VALUES IN MICROFARADS 


>—— INDICATES FEMALE TERMINAL ON 
I5 PIN CIRCUIT CARD RECEPTACLE C__. 
——> INDICATES MALE TERMINAL ON 

309865 CIRCUIT CARD ASSEMBLY. 


SELECTOR MAGNETS MUST BE WIRED IN 
SERIES (30 MA. OPERATION). 
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FOR TELETYPE PERSONNEL REFERENCE: 
SPECIFICATION NO. 60,986S. 


REFER TO 309865 CIRCUIT CARD 
ASSEMBLY FOR COMPONENT POSITIONS 
AND DESCRIPTIONS. 
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